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APR 26 1952 


Honorable William J. Casey 
Director 

Central Intelligence Agency 
Washington, DC 20505 


Dear Mr. Caseys; 


Pursuant to provisions of Executive Order 10579, the General 
Services Administration intends to close the Burlington, Vermont, 
Interagency Motor Pool System facility for reasons of economy. 
This action will commence in approximately 60 days. 


Motor vehicle support for the Burlington, Vermont, area will be 
provided by the Portland, Maine, Interagency Motor Pool System 
and its related facilities. This action should not significantly 
affect the adequacy of motor vehicle support or service in the 


area. 


Sincerely, 


Ray Kline’ 


pice 


Deruty Administrator 
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